68       DOCKETED ITEMS

9109180022 Final response to FOIA request for documents.Forwards app E documents
which are being made available in PDR.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050.

-9109180077 Requests response to end questions re licensee philosophies & practices
concerning performance of maint during plant operations & in preparation for refueling
outages.

CURTISS.J.R. Commissioners (Post 750119). 90/10/04. TAYLOR.J.M. Ofc of the Ex-
ecutive Director for Operations. 6pp. 59176:042-59176:047.

9109230024 Ack receipt of Itr in response to NRG 910725 Itr concerning fitness-for-duty
issue  (AMS RIII  91-A-0057).Deterrnines that investigation sufficient & supports
conclustons.Requests retention of supporting documentation for 1 yr.
NORELIUS.C.E. Region 3 (Post 820201). 91/09/16. ELIASON.LR. Northern States
Power Co. 2pp. 59156:116-59156:117.

Q. inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list enci.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109190059 Forwards insp rept 50-282/91-15 & 50-306/91-15 on 910709- 0903.Viola-
tion noted but not cited.

CLAYTON.B. Region 3 (Post 820201). 91/09/12. ELIASON.LR. Northern States
Power Co. 4pp. 59134:044-59134:063.

-9109190070 Insp repts 50-282/91-15 & 50-306/91-15 on 910709-0903. No violations
noted in five of six areas.One noncited noted. Major areas inspected:onsite followup

of events.maint, surveillance.technical training & LERS.
JORGENSEN.B.L ~

sl,B.L Region 3 (Post 820201). 91/09/11.16pp. 59134:048-59134:063.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE SwHchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109050118 "Effluent & Waste Disposal Semiannual Rept for Prairie Island Nuclear
Generating Plant for Units 1 & 2," W/910827 Itr.
FEY.F.L Northern States Power Co. 91/06/30. 256pp. 58999:001-58999:179.

9109050286 Submits configuration mgt program six month status rept through June
1991.

PARKER.T.M. Northern States Power Co. 91/08/28. Document Control Branch (Doc-
ument Control Desk). 3pp. 59029:179-59029:181.

9109040332 Forwards fitness-for-duty performance data for 6-month period ending
910630,consisting of random testing program results/confirmed positive tests for spe-
cific substances.

MISERENDINO.G. Northern States Power Co. 91/08/29. Document Control Branch
(Document Control Desk). 7pp. 58998:227-58998:233.

9109040341 Submits Fitness For Duty Performance Data for Jan-Jun 1991.
CLEVELANO.R.D. Northern States Power Co. 91/08/30. Document Control Branch
(Document Control Desk). 1p. 58998:221-58998:221.

9109160322 Monthly operating repts for Aug 1991 for Prairie Island Nuclear Generating
Plant Units 1 & 2.W/910910 Itr.

DUGSTAD.D., PARKER.T.M. Northern States Power Co. 91/08/31. 9pp. 59119:117-
59119:125.

U. Congressional/Executive Correspondence

9109300162 Responds to 910815 Itr re concerns w/radwaste storage at facility.Util de-
signed & located fuel storage facility so that exposure to radiation by members of
public falls well below EPA stds & poses no threat to tribal populations.
TAYLOR^I.M. Ofc of the Executive Director for Operations. 91/09/23. SIKORSKI.G.
House of Rep. 2pp. 59253:114-59253:116.

-9109300163 Raises concerns re proposed storage of radwaste at facility. Tribal lead-
ers have great health & safety concerns re util proposal to shift radioactive fuel waste
from facility to series of 48 metal casks until radwaste dump established.
SIKORSKI,G. House of Rep. 91/08/15. SELIN.I. Commissioners (Post 750119). 1p.
59253:116-59253:116.

Y. Dry CM

^dependent Spent Fuel Storage Installations

9109300162 Responds to 910815 Itr re concerns w/radwaste storage at facility.Util de-
signed & located fuel storage facility so that exposure to radiation by members of
public fails well below EPA stds & poses no threat to tribal populations.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/09/23. SIKORSKI.G.
House of Rep. 2pp. 59253:114-59253:116.

-9109300163 Raises concerns re proposed storage of radwaste at facility. Tribal lead-
ers have great health & safety concerns re util proposal to shift radioactive fuel waste
from facility to series of 48 metal casks until radwaste dump established.
SIKORSKI.G. House of Rep. 91/08/15. SELIN.I. Commissioners (Post 750119). 1p.
59253:116-59253:116.
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F. Security, medical, emergency & fire protection plans

9109170226 Advises that revised security plan table of contents (Page ix) & Section
9.2.1 (Page 9.2-1) inadvertently omitted from 910508 Itr but transmitted via 910513
Inconsistent w/ provisions of 10CFR50.54(p) & acceptable.

JOYNER.J.H.  Region  1   (Post 820201).  91/07/31.   FRIZZLE.C.D.  Maine  Yankee
Atomic Power Co. 3pp. 59127:113-59127:115.

9109170194 Advises that Revs 6 & 2,transmitted via 910612 & 18 Itrs,
respectively.consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into
plan.

JOYNER.J.H.  Region  1   (Post 820201).  91/08/08.   FRIZZLE.C.D.  Maine  Yankee
Atomic Power Co. 2pp. 59127:122-59127:123.

9109240009 Informs that revs 3 & 7 to security force training & qualification & security
plan consistent w/provisions of 10CFR50.54(p) & acceptable.Notes that neither sub-
mittal Itr included "description of changes."

JOYNER.J.H. Region  1   (Post 820201). 91/08/12.  FRIZZLE.C.D.  Maine Yankee
Atomic Power Co. 3pp. 59182:160-59182:162.

9109160105 Informs of 911017 emergency response data sys meeting to discuss new
rule published in 10CFR50 re data transmittal. Daily agenda encl.
KNAPP.M.R. Region 1 (Post 820201). 91/08/29. FRIZZLE.C.D. Maine Yankee Atomic
Power Co. 7pp. 59098:049-59098:055.

9109190008 Forwards amended response to violations noted in Insp Rept 50-309/91-12
on 910529-0708.Corrective actions:full revaluation of EPIPs undertaken in response
to 910429 turbine bldg fire lasting more than 10 minutes.

WHITTIER.G.D.  Maine Yankee Atomic Power Co. 91/09/09.  Document Control
Branch (Document Control Desk). 3pp. 59141:210-59141:212.

9109230008 Forwards safety evaluation accepting util 910119 submittal of status of
three previously-identified open items on ICCI sysjncluding emergency procedures &
operator 'training.ICCI sys in compliance w/ltem II.F.2 of NUREG-0737 & acceptable.
TROTTIER.E.H. Project Directorate I-3. 91/09/11. FRIZZLE.C.D. Maine Yankee
Atomic Power Co. 2pp. 59191:238-59191:242.

-9109230011 Safety evaluation re ICCI sys.Subj sys acceptable for
implernentation,since util ICCI sys in compliance w/ NUREG-0737,ltem II.F.2 & gener-
ic Itr 83-37 requirements.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp.
59191:240-59191:242.

9109240060 Forwards insp rept 50-309/91-11 on 910709-0820 & notice of
violation.Overall safe plant operation observed.

LINVILLE.J.C. Region  1   (Post 820201). 91/09/12.  FRIZZLE.C.D. Maine Yankee
Atomic Power Co. 4pp. 59173:102-59173:118.

-9109240063 Notice of violation from insp on 910709-0820.Violation notedlicensee re-
placed exciter field circuit breakers for emergency diesel-generator 1A & 1B w/o per-
forming SE to determine if change involved unreviewed safety question.

*  Region 1 (Post 820201). 91 /09/12. 1 p. 59173:106-59173:106.

-9109240067 Insp rept 50-309/91-11 on 910709-0820.Violations noted.Major areas
inspectedioperations.radiation protection,maint & surveilance.security.engineering &
technical support & safety assessment & quality verification.
MCCABE.E.C. Region 1 (Post 820201). 91/09/09. 12pp. 59173:107-59173:118.

9109240348 Notifies NRC that add! time needed to upgrade util security intrusion alarm
sys.lnstallation & testing will be completed by 911231.

NICHOLS.S.E. Maine Yankee Atomic Power Co. 91/09/20. Document Control Branch
(Document Control Desk). 1p. 59200:245-59200:245.

P. Operating license stage documents & correspondence

9109040270 Advises that exam rept for control element assembly failure mechanism in-
vestigation delayed from end of Jul 1991 until end of 1991.Extension required due to
enhanced work scope at hot cell.

NICHOLS.S.E. Maine Yankee Atomic Power Co. 91/08/23. Document Control Branch
(Document Control Desk). 1p. 58998:223-58998:223.

9109040509 Submits info re change in calculated fuel peak cladding temp per
10CFR50.46.While performing Cycle 13 reload analysis, discovered that 73% error in
axial power shape used in Cycle 12 large break LOG A analysis erroneous.
NICHOLS.S.E. Maine Yankee Atomic Power Co. 91/08/27. Document Control Branch
(Document Control Desk). 7pp. 59003:071-59003:077.

9109060129 Responds to 910805 Itr re backfrt appeal concerning generic Itr 87-02. De-
termined that licensee need not respond to generic Itr.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/
28. FRIZZLE.C.D. Maine Yankee Atomic Power Co. 2pp. 59015:320-59015:325.

9109200153 Provides progress of Region I 910220-21 engineering symposium action
items.including  guidance  on   operability  &  reportability.endorsing  NSAC-125  for
10CFR59.59 reviews & training of NRC personnel in mod process.
LANNING.W. Region 1 (Post 820201). 91/09/10. FRIZZLE.C.D. Maine Yankee Atomic
Power Co. 4pp. 59156:188-59156:191.

9109170090 Advises that mgt meeting scheduled for 910917 postponed. Meeting may
be rescheduled for 911003 or 08.

MCCABE.E.C. Region 1  (Post 820201). 91/09/11. Region 1 (Post 820201). 3pp.
59109:248-59109:251.

-9109170099 Notification of 910917 significant licensee meeting 91-111 in King of
Prussia,PA to conduct mgt meeting to discuss refueling outage projects.organization
changes & engineering improvements.
MCCABE.E.C. Region 1 (Post 820201).
59109:251-59109:251.

91/08/29. Region  1  (Post 820201). 1p. (Post 870411). 91/09/16.
